From: O'Brien, Elisabeth (DPH) <Elisabeth,0'Brien@MassMail.State.MA.US> 

Sent: Thursday, March 3, 2011 8:44 AM 

To: Salemi, Charles (DPH) <Charles.Salemi@MassMail.State.MA.E1S> 

Cc: Khan, Annie (DPH) <Annie.Khan@MassMail.State.MA.E1S>; Corbett, Kate 

(DPH) <Kate.Corbett@MassMail.State.MA.US> 

Subject: Federal samples 


Chuck- 

The 5 samples that belonged to NEM and SLF I have assigned to Annie to do the preliminary/IR tests and Kate 
will be doing the GC/MS. Annie and Kate will now be the two chemists who are involved with most of those 12 
samples. Annie will let you know when she is going to begin the analysis so that you can discuss/watch how best 
to handle them. 

Thanks, 

ELO 
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